From thoughtsoflifeandlight17 at gmail.com  Mon Jul  6 03:08:26 2020
From: thoughtsoflifeandlight17 at gmail.com (Aris Merchant)
Date: Sun, 5 Jul 2020 18:08:26 -0700
Subject: BAK: Testing
In-Reply-To: <CAGMr8npSZ=eZYeGTCJ7N6XL8YNm8WAFzVdBcp1Fb1gZj5CZ7Fw@mail.gmail.com>
References: <CAGMr8npSZ=eZYeGTCJ7N6XL8YNm8WAFzVdBcp1Fb1gZj5CZ7Fw@mail.gmail.com>
Message-ID: <CAGMr8nqgw=CrcF44HLxnBGCzwwwQGRZnZ4WeXt2knTje6Ap-5Q@mail.gmail.com>

On Mon, Jun 22, 2020 at 2:14 PM Aris Merchant <
thoughtsoflifeandlight17 at gmail.com> wrote:

> 1... 2... 3... Testing...
>
> -Aris
> _______________________________________________
> Agora mailing list
> Agora at listserver.tue.nl
> https://eur02.safelinks.protection.outlook.com/?url=https%3A%2F%2Flistserver.tue.nl%2Fmailman%2Flistinfo%2Fagora&amp;data=02%7C01%7C%7C09d91fd686ab4f0f935708d821491e39%7Ccc7df24760ce4a0f9d75704cf60efc64%7C1%7C1%7C637295945220302595&amp;sdata=mPXcJmC%2FEuk%2Bp2E95SJFj4OtSbCgu7%2BSmEJ7FuETIyM%3D&amp;reserved=0
>
I should probably mention that this was in fact a completely innocuous
technical test to make sure the backup list was still working. I forgot to
*say* that it was a completely innocuous technical test (honest mistake),
and it was amusing watching how people responded.

-Aris
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